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inward Preflurc in the Phial being greater than the 
ambient Preffure. in the Digefter, wherein were but 
Four-fifths of Water, the Cork was thereby forced 
Out\vard I and that the fmaripilterence J3?tween the 
proportionate Quantity of Water and Air in the Phial 
4nd in the Digefter, being only as Four- fifths to Five- 
fixths, was theReafon not only why the Bottle was 
not broken, but alfo of the Faintnefs of the Ex- 
plofion. 



IIL Tart of a Letter from John Green^ M ©• 
Secretary of the Gentlemens Society at 
Spalding in Lincolnflhire, to C. Mortimer, 
M.jD. Sec. R. S. feirving to incJofe a Rela- 
tion of a Girl three Tears old^ who remained 
a garter of an Hour under Water without 
drowning. 



SIR, Spalding^ Feb* 18. 1737-8. 

THE inclos'd is what I receiv'd this Day from 
a Gentleman who lives on the Spot, and what 
you in yours fo much defir'd. The Reafon of the 
Child's being able to abide fo long under Water is 
pretty evident: The Child, moft likely, was infirm, 
weak, and fickly, from the Time of her Birth, fq 
that the Foramen Ovale was not grown up. I re- 
member about three Years ago to have feen a Subjed, 
ah old Woman 80 Years old, who had the Foramen 
Ot;^/^ fo large, that you might eafily thruft your mid- 
die Finger through it y but (he was attended with the 

above- 



abovc-mentfoft'd Circumftancc, that is, fhe never en- 
;oy'd a Moment's Health in her Life. 

May 16. 1737. Rebecca TateSy of Billfon near 
Market-Bofworth in Leicejierfhire, had a Daughter 
about three Years of Age, that fell into the Mill- 
dam at the Head, near to the Mill-wheel 5 and, by 
the Force of the Stream, was drawn under the Wa- 
ter to the faid Wheel, with her Legs forwards 5 one 
of her Legs went under the Mill-wheel, and by rea- 
fon of the Nearnefs of the Wheel to the Floor of its 
^Water-way, the Bulk of the Child's Leg (lopped the 
faid Wheel from moving at all. The fudden flopping 
of the Mill fo much furprifed the Miller, that he went 
immediately, and let down the Shuttle 5 but finding 
it would not go quite down, he came up again into 
the Mill, and looked both above and below, to fee 
if he could not find out the Gaufcj then went and 
drew up the Shuttle, and let it down again 5 but as the 
Gate would not fliut quite down, he could not as yet 
find out the Caufe of his Mill ftanding ftilli for 
which Rcafon he went backwards and forwards be- 
twixt the faid Shuttle and Mill-room, as nigh as he 
can guefs. Eight or Ten times, before he found out 
the Gaufes but at laft: he drew the Shuttle quite up, 
by which means the Force of the Water drove the 
Child from under the Shuttle 5 then he put the Shuttle 
quite down, ^nd thereby difcover'd the Child with 
her Leg under the Wheel, and lying upon her Face. 
The firft Word fhe fpoke was, He/p me, ^hich fhe 
repeated three times 5 the Miller left her Arm for 
fome other Pcrfon to hold her, whilft he endeavoured 
to remove the Wheel, fo as to get out her Leg 5 
and then fhe f^^M again. For God fake help me ontr if 
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ypUJ^Mi Stfee ^ok^ v,e;ry toiskly, after ihc was pat to 
Bed. But the Miil wtteel /ja4 tqre away all the Shi>9, 
Mufcles, Sinews, ^i?d JcaelQaSj of hex Leg, quite to 
the Bone, and ftriot tiieju down to feer Hee|; be- 
fid^s, the Shuttljewss drawn up and let down upoA 
t^c SitpaU iQf .h.er iB.3C|: i^eyocal tipies. Jlie (Child iiy.^ 
£iom MonM^-^ tiW Friday y and then diedi of ^er 
Wounds aAd Bruifes i ,othef wife in ajl Appearance, 
flje might have lived to have ai^ide a fine Womaij. 
Thie whole Tim? of hei; being under W^airei: (aij<l th^c 
at the Depth jof iCour feet and an half) .was iiear %f 
Minutes. Atuftedby 

John Bailey, Miller , 
Rebecca Yates, the Mother, 
The Mark + o^ Grace Cooper, 

the Miller s Maid. 



IV. The Cafe of Mr, .... Cox, Surgeon at 
Peterborough, who fell into a Peftilential 
Fever, upon Tapping a Corpfe lately dead of 
an Hydropfy, drawn up by himfelf and 
read before the Peterborough Society, Sept. 
1. 1736. communicated to the Royal So- 
ciETT by the Re'u'^ Mr. Tim. Neve, Sec, 
Soc. Petroburg. 

\ N elderly Gentlewoman, labouring of a Drojpfy 
X^\, about 12 Months, underwent the Operation 
of Tapping four feveral times, by which 35 Quarts 
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